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USA 6746-63 
o February 1663 


MEMORANDUM FOR: Chief, Materiel Steff, OSA 


SUBJECT : Procurement of Radia Telecommunications 
qui pment 


i. In order to effectively meet future operational re- 
quirenents for Project OXCART, the Communications Staff, OSA, 
requires a complete portable radio-~telecomaunicationsa station. 
the station must be sufficiently powerful to maintain continuous 
communications over ranges in excess of 2006 miles, and must be 
packaged entirely in permanent, lightweight transit cases 
permitting complete portability, with minimum time required to 
activate and deactivate the station, 


portable syaten was discussed with T.M.C. Systems, Inc., of 
flexandria, Virginia. This company has extensive experience 


radio-telatype Station to meet the particular requirements or 
this office, This proposal has been reviewed by the Communi- 
cations Staff, OSA, and is considered technically Satisfactory, 


3. It is requested thai the Materiel Division task T.4.C, 
oystems, Ine. with the fabrication and delivery of a couplete 
RATT Station, in accordance with Attachment i, which covers 
the major items to be included in the System, and a description 
of the proposed task. Attachment fl indicaies reasons for 
recommended sole-source procurement. Provisions of the contract 
Should include delivery of a complete systen, operable, and 


tested at the contractor's facility. Ae steu 
will he the Project Engineer, 
extension _fssociation of the 4 S Contract 


Shall be assifiad SECRET, although the equipment itself shall 
ED 


i. a ae 


OnG Staff, 


TERT ELOY 
OSA-DD/R 


Attachnents: 
Attachment J and IJ 
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